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S/S: MR. PICKERING 
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032353 

O 050224Z DEC 73 

FM SECSTATE WASHDC 

TO USMISSION NATO IMMEDIATE 

CONFIDENTIAL STATE 237839 

E.O. 11652: GDS 
TAGS: PFOR, NATO 

SUBJECT: NATOMIN DEC 73: PRIVATE MEETING OF MINISTERS 
REF: (A) USNATO 5868; (B) USNATO 5877 

YOU MAY AGREE WITH THE LUNS PROPOSAL FOR A PRIVATE 
MEETING RESTRICTED TO LUNS, MINISTERS AND PERMREPS. 
WE UNDERSTAND MEETING WILL TAKE PLACE AT 5:00 PM 
ON MONDAY DECEMBER 10. PLEASE CONFIRM TIME AND 
LOCATION. 

KISSINGER 
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